Titles in red are new or forthcoming. Please check publication dates with your local OUP office. 


On a Camping Trip 


Pat: \ 


Potato Pals 


BEGINNER 
Patrick Jackson and Rie Kimura 


Fun stories teach pre-primary to 
primary students simple phrases, 
basic vocabulary, and useful 
language patterns through a unique 
system of picture cues. 


Potato Pals teaches language and 
vocabulary using 16-page readers that 
feature appealing potato characters. 
An easy method of repetition, 
memorization, and simple reading 
assures student success. Potato Pals is 
suitable for in-class work or for 
practice with parents at home. 


E Workbook support for both 
pre-writing and writing level 
students. 


E Easily adaptable to use with any 
pre-primary/primary program. 


m Colourful Picture Cards and 
easy-to-follow User’s Guides. 


Potato Pals 1 

978 0 194391740 Book Set with Audio CD 
978 0 194391900 Activity Book 

978 0 194391917 Workbook 

978 0 194391924 Picture Cards 

978 0 19 4391931 User's Guide 

Potato Pals 2 

978 0 194391825 Book Set with Audio CD 
978 0 194391948 Activity Book 

978 0 194391955 Workbook 

978 0 194391962 Picture Cards 
9780194391979 User's Guide 


Tiny Talk 
BEGINNER 


Susan Rivers 
Songs and chants by Carolyn Graham 


A three-level communicative listening 
and speaking series for 3 to 6 year-olds. 


E Introduces lovable characters in 
everyday situations that readily 
appeal to very young learners. 


E Makes learning English fun through a 
steady approach using songs and 
chants, Puppets, and Picture Cards. 


E The Tiny Talk Songbook contains the 
words and music to all 60 Tiny Talk 
songs and chants. 


E The Tiny Talk ABC Workbook is a 
simple introduction to the alphabet 
and basic letter sounds. 


Tiny Talk 

LEVEL 1 

978 0 194351508 Student Book 1A 

978 0 194470001 Pack 1A (Student Book and Audio CD) 
9780 194351515 Workbook 1A 

9780194351522 Cassette 1A (American English) 

978 0 194359344 Cassette 1A (British English) 

9780 194351553 Student Book 1B 

978 0 19 4470018 Pack 1B (Student Book and Audio CD) 
978 0 194351560 Workbook 1B 

9780 194351577 Cassette 1B (American h) 

978 0 194359351 Cassette 1B (British English) 

978 0 194352789 Teacher’s Book 

LEVEL 2 

978 0 194351607 Student Book 2A 

9780 194470025 Pack 2A (Student Book and Audio CD) 
978 0 194351614 Workbook 2A 

9780194351621 Cassette 2A (American English) 

978 0 194359368 Cassette 2A (British English) 

9780 194351652 Student Book 2B 

978 0 19 4470032 Pack 2B (Student Book and Audio CD) 
978 0 194351669 Workbook 2B 

9780 194351676 Cassette 2B (American h) 

978 0 194359375 Cassette 2B (British English) 

978 0 194352802 Teacher’s Book 

LEVEL3 

978 0 194351706 Student Book 3A 

978 0 19 4470049 Pack 3A (Student Book and Audio CD) 
9780 194351713 Workbook 3A 

9780194351720 Cassettes 3A (2) (American English) 
978 0 19 4359382 Cassettes 3A (2) (British English) 

978 0 194351751 Student Book 3B 

978 0 19 4470056 Pack 3B (Student Book and Audio CD) 
978 0 194351768 Workbook 3B 

9780194351775 Cassettes 3B (2) (American English) 
978 0 19 4359399 Cassettes 3B (2) (British English) 

978 0 194352826 Teacher’s Book 

TINY TALK PUPPETS 

978 0 19 4353748 Benny and Sue 

TINY TALK PICTURE EDITION 

978 0 19 4352963 Student Book and Workbook 1A 

978 0 19 435297 0 Student Book and Workbook 1B 

978 0 19 4352987 Student Book and Workbook 2A 

978 0 19 4352994 Student Book and Workbook 2B 

978 0 19 4353489 Student Book and Workbook 3A 

978 0 19 4353496 Student Book and Workbook 3B 


978 0 19 4353588 Tiny Talk Songbook 

978 0 19 4353595 Songbook Cassettes (2) (American English) 
978 0 19 4353601 Songbook Audio CDs (2) (American English) 
978 0 194367509 Songbook Cassettes (2) (British English) 
978.0 194353922 Tiny Talk ABC Workbook 

978 0 19 4360883 ABC Workbook Cassette (American English) 
978 0 194367523 ABC Workbook Cassette (British English) 


PRIMARY COURSES AMERICAN ENGLISH 


Surprise 
Surprise! 


STARTER TO PRE-INTERMEDIATE 


Vanessa Reilly and Sue Mohamed 


Unwrap a world of English... 


The new six-level primary course with 
lessons based around exciting 
‘Surprise’ packages to capture 
students’ imagination. 


The contents of the surprise packages - 
an object and a beautifully illustrated 
story - provide the theme for the 
language in each unit. 


Each unit has a regular pattern so every 
lesson is easy to follow and easy to teach. 


Surprise Surprise! has a wide range 
of supporting material: 


E Stickers, cut-out activities, and mini 
books. 


E Flashcards and story posters. 


E Test booklet and assessment 
material. 


E Teacher’s Notes with extra ideas and 
recording scripts. 


E CD-ROM with all the stories plus 
interactive games. 


Surprise, Surprise! 
STARTER 
9780194455138 Student Book/Workbook with CD-ROM 
9780194455114 Teacher's Book 

9780194455121 Class Audio CD 

LEVEL 1 
978 0 194455183 Student Book/Workbook with CD-ROM 
9780194455169 Teacher’s Book 

9780194455176 Class Audio CD 

LEVEL 2 
978 0 194455237 Student Book/Workbook with CD-ROM 
9780194455213 Teacher's Book 

9780194455220 Class Audio CD 

9780194455046 Teacher's Resource Pack (Starter to 
evel 2) 
LEVEL3 
978 0 194455282 Student Book/Workbook with CD-ROM 
9780194455268 Teacher's Book 
9780194455275 Class Audio CD 
LEVEL 4 
9780194455336 Student Book/Workbook with CD-ROM 
978019 4455312 Teacher’s Book 
978 0 194455329 Class Audio CD 
LEVELS 
978 0 19 4455381 Student Book/Workbook with CD-ROM 
978 0 194455367 Teacher's Book 
978 0 194455374 Class Audio CD 
978 0 194455053 Teacher's Resource 
evel 5 
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LEVEL 2 


Let’s Go 


Third Edition 
ELEMENTARY TO INTERMEDIATE 


Ritsuko Nakata, Karen Frazier, Barbara Hoskins, and Carolyn Graham 


E More to learn - 100% more vocabulary. 
E New language-building features. 
E New songs and chants by Carolyn Graham. 


V Student Book CD-ROM 
NEW Test Center CD-ROM - create a test in less than 


a minute 


E New, interactive learning games CD-ROM for fun self-study. 


The world’s favourite children’s series, fully revised with many new components! 


The syllabus has been revised and improved, in response to teacher feedback. New 
components provide extra variety and support. 


EŒ New Let’s Go Phonics - supplementary course in full colour with Audio CD. 
Œ New Skills Books - more practice of all four skills, with Audio CD. 


NEW Teacher Presentation Tool - make your teaching 
interactive 


Teachers’ website 


JY Students’ website 


9 439425 3 
9 439432 
9 439515 
9 4395168 
9 439453 6 
9 439459 8 
9 439461 
9 439480 2 
9 4394185 
9 439494 9 
9 439487 
9 4395649 
94642927 


9 4394260 
9 439433 8 
9 4395175 
9 4395182 
9 439454 3 
9 439460 4 
9439462 8 
9 4394819 
9 4394192 


Let's Go, Third Edition 


Student Book 

Student Book with CD-ROM Pack 

Student Book and Workbook Combined Edition 1A 
Student Book and Workbook Combined Edition 1B 
Workbook 

Workbook (Special Edition - Latin America) 

Skills Book with Audio CD Pack 

Teacher's Book 

Audio CDs (2) 

Teacher Cards 

Student Cards 

Tests & Quizzes 

Teacher Presentation Tool 


Student Book 

Student Book with CD-ROM Pack 

Student Book and Workbook Combined Edition 2A 
Student Book and Workbook Combined Edition 2B 
Workbook 

Workbook (Special Edtion - Latin America) 

Skills Book with Audio CD Pack 

Teacher’s Book 

Audio CDs (2) 


9780 
9780 
9780 
9780 
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9780 
9780 
9780 
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9780 
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9780 
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LEVEL 4 


9780 
9780 
9780 
9780 
9780 


9 439495 6 
9 439488 8 
9 439565 6 
9 464293 4 


9 4394277 
9 4394345 
9 464284 2 


9 464285 9 


9 439455 0 
9 439463 5 
9 439482 6 
9 4394208 
9 439489 5 
9 439496 3 
9 439566 3 


9 439428 4 
9 439435 2 
9 4394567 
9 439464 2 
9 439483 3 


Teacher Cards 

Student Cards 

Tests & Quizzes 

Teacher Presentation Tool 


Student Book 
Student Book with CD-ROM Pack 


Student Book and Workbook 
Combined Edition 3A 


Student Book and Workbook 
Combined Edition 3B 


Workbook 

Skills Book with Audio CD Pack 
Teacher's Book 

Audio CDs (2) 

Student Cards 

Teacher Cards 

Tests & Quizzes 


Student Book 

Student Book with CD-ROM Pack 
Workbook 

Skills Book with Audio CD Pack 
Teacher's Book 


Let’s Begin 
BEGINNER 


Ritsuko Nakata, Karen Frazier, Barbara Hoskins, 
and Carolyn Graham 


Let’s Begin is based on the successful 
approach of Let’s Go, and is perfectly 
suited for children at kindergarten age, 
or even younger. 


Let's Begin 
978 0 19 4394246 Student Book 

978 0 19 4394314 Student Book with CD-ROM Pack 
978 0 19 4394529 Workbook 

978 0 19 4394796 Teacher's Book 

978 0 194394178 Audio CDs (2) 

978 0 19 4394932 Teacher Cards 

978 0 19 4394864 Student Cards 

978 0 194395632 Tests & Quizzes 


Let’s Go Phonics 


ELEMENTARY 
Jeffrey D Lehman 


This phonics course can be used with 
Let’s Go or independently. Colourful 
exercises introduce letters, their 
sounds, and words that use the sounds. 
An Audio CD provides sound models 
and listening activities. 


978 0 19 4395069 Phonics Book 1 with Audio CD Pack 
978 0 19 4395076 Phonics Book 2 with Audio CD Pack 
978 0 19 4395083 Phonics Book 3 with Audio CD Pack 


SEEALSO Up and Away in Phonics 


Mr Bug's Phonics 
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Let’s Go Readers 
BEGINNER TO INTERMEDIATE 


Aseries of readers that tie in closely with 
the syllabus of Let’s Go Third Edition. 


Let’s Go Third Edition Readers Packs 
978019 4642675 
978 0 19 464200 2 
978 0 19464210 1 
978 0 19 464220 0 
978 0 19 464230 9 
978 0 19 464240 8 
978 0 19 4642507 


> SEEALSO Let’s Chant 

Let's Go 
Dolphin Readers 
Classic Tales 
Creating Cha 
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9780 
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9780 
LEVEL 
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9780 
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9780 
9780 
9780 
9780 
9780 
9780 
LEVEL 
9780 
9780 
9780 
9780 
9780 
9780 
9780 
9780 
9780 


9 4394215 
9 439490 1 
9 439497 0 
9 4395670 
5 
9 439429 1 
9 4394369 
9 439457 4 
9 4394659 
9 439484 0 
9 4394222 
9 439491 8 
9 439498 7 
9 4395687 
6 
9 4394307 
9 4394376 
9 439458 1 
9 439466 6 
9 4394857 
9 4394239 
9 439492 5 
9 439499 4 
9 439569 4 
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Audi 


Let’s Sing 
Picture Dictionary 


et’s Begin Readers Pack 
’5 Go 1 Readers Pack 
t's Go 2 Readers Pack 
t's Go 3 Readers Pack 
5 Go 4 Readers Pack 
’5 Go 5 Readers Pack 
5 Go 6 Readers Pack 
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o CDs (2) 


Student Cards 


Teacl 


her Cards 


Tests & Quizzes 


Student Book 

Student Book with CD-ROM Pack 
Workbook 

Skills Book with Audio CD Pack 


Teacl 
Audi 
Stud 
Teacl 


her's Book 
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lent Cards 
her Cards 


Tests & Quizzes 
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Skills Book with Audio CD Pack 


Teacl 


her's Book 


Audio CD 


Stud 


lent Cards 
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her Cards 


Tests & Quizzes 


All our CD-ROMs are Interactive Whiteboard friendly. 


AMERICAN ENGLISH PRIMARY COURSES 


Happy at all levels of primary! 


English Time 
BEGINNER TO INTERMEDIATE 


Susan Rivers and Setsuko Toyama 


A communicative course packed with 


Magic Time 
KINDERGARTEN TO BEGINNER 
Kathleen Kampa and Charles Vilina 


Atwo-level introductory series for 
kindergarten and early elementary 
students studying English for the first 
time. 


E Develops the speaking, listening, and 
pre-writing skills of young children 
through friendly characters, 
engaging art, music, and movement. 


E Students relate to the continuing 
characters - Ted, Annie, Digger, Dot 
(a magic fairy), and their friends. 


Œ Lessons are adaptable to the 
scheduling needs of many different 
programs and classroom situations. 


E Magic Time is followed by the six-level 
communicative series, English Time. 
These two series can be used 
separately or as one complete eight- 
level course. 


Magic Time 
LEVEL 1 
978019 4361804 Student Book 


9780194395700 Combined Student Book and 
Workbook 


978 0194361859 Workbook 

978 0 194361811 Teacher's Book 

978 0 194361835 Audio CDs (2) 

978 0 19 4395335 Picture Cards 

978 0 19 4361866 Picture & Word Card Book 
978 019 4364263 Wall Charts 

LEVEL2 
978 0 19 4361873 Student Book 


978 0 19 4395717 Combined Student Book and 
Workbook 


978 0 194361927 Workbook 

978 0 194361880 Teacher's Book 

978 0 194361903 Audio CDs (2) 

978 0 19 4395342 Picture Cards 

978 0 19 4361934 Picture & Word Card Book 
978 0 19 4364348 Wall Charts 


Audio cassettes for this title are still available. Please contact 
your local OUP office, or see the online catalogue. 


pictures, music, and activities. 


English Time progresses at a steady pace, 
offering students many opportunities to 
practise each new language item. 


The Storybooks present the language 
and main characters of the Student 
Books in fun, captivating stories. 
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Happy Earth 2 


English Time 


LEVEL 1 
9780 
9780 
9780 
9780 
9780 
9780 
9780 
9780 
9780 


LEVEL 2 


9780 
9780 
9780 
9780 
9780 
9780 
9780 
9780 
9780 


LEVEL 3 


9780 
9780 
9780 
9780 
9780 
9780 
9780 
9780 


LEVEL 4 


9780 
9780 
9780 
9780 
9780 
9780 
9780 
9780 


LEVEL5 


9780 
9780 
9780 
9780 
9780 
9780 
9780 
9780 


LEVEL 6 


9780 
9780 
9780 
9780 
9780 
9780 
9780 


9 436306 8 
9 4363075 
9 436308 2 
9 4363105 
9 4363129 
9 4361842 
9 4395359 
9 4363112 
9 436442 3 


9 436403 4 
9 436404 1 
9 436405 8 
9 436407 2 
9 436409 6 
9 4361910 
9 4395366 
9 436408 9 
9 437798 0 


9 4364119 
9 4364126 
9 4364133 
9 4364157 
9 4364171 
9 4361941 
9 4364164 
9 4377997 


9 4364195 
9 4364201 
9 4364218 
9 4364232 
9 4364256 
9 4363136 
9 4364249 
9 4378000 


9 4364270 
9 4364287 
9 436429 4 
9 4364317 
9 4364331 
9 4364102 
9 4364324 
9 437802 4 


9 4364355 
9 4364362 
9 4364379 
9 436439 3 
9 4364416 
9 4364188 
9 4364409 


Student Book 

Workbook 

Teacher's Book 

Audio CDs (2) 

Storybook 

Storybook Cassette 
Picture Cards 

Picture & Word Card Book 
Wall Charts 


Student Book 

Workbook 

Teacher's Book 

Audio CDs (2) 

‘orybook 

‘orybook Cassette 
icture Cards 

icture & Word Card Book 
Wall Charts 
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Student Book 

Workbook 

Teacher’s Book 

Audio CDs (2) 

Storybook 

Storybook Cassette 
Picture & Word Card Book 
Wall Charts 


Student Book 

Workbook 

Teacher's Book 

Audio CDs (2) 

Storybook 

Storybook Cassette 
Picture & Word Card Book 
Wall Charts 


Student Book 

Workbook 

Teacher's Book 

Audio CDs (2) 

Storybook 

Storybook Cassette 
Picture & Word Card Book 
Wall Charts 


Student Book 

Workbook 

Teacher’s Book 

Audio CDs (2) 

Storybook 

Storybook Cassette 
Picture & Word Card Book 


The Happy series 
BEGINNER TO ELEMENTARY 
Stella Maidment, Lorena Roberts, Bill Bowler, and Sue Parminter 


Now available in American English, this bestselling course extends to eight levels, 
so it can be tailored to the needs of various school curricula. 


Designed to satisfy the needs of young learners at a variety of levels, the Happy series 
accompanies the cognitive development of children by building upon their expanding 
world knowledge and ability to work with extended topics and content. With a clear 
focus on authentic language, movement, and songs, the Happy series is suited to all 
learning styles and is ideal for mixed-ability classes. 


E A balance of characters, adventure stories, and authentic material about the real 
world ensures that language presentation matches the maturity of the learners. 


E Activities follow a ‘multi-skills’ approach to promote more natural language use. 


E A MultiROM packaged in every Student Book features vocabulary review, songs for 
listening practice, and activities formatted in the style of Young Learners’ Exams. 


E Teacher’s Resource Packs (first four levels) include reproducibles to assist in the 
presentation of new language. 


E Writing and reading skills are systematically built up to include real-life tasks. 


978 0 19 4378079 Wall Charts 


Audio cassettes for this title are still available. Please contact 
your local OUP office, or see the online catalogue. 


American Happy House 1 American Happy World 1 
9780194731126 Student Book with MultiROM 978 0 194731249 Student Book with MultiROM 
9780194731157 Activity Book 978 0 194731270 Activity Book 
9780194731164 Teacher's Book 978019 4731287 Teacher's Book 
9780194731201 Audio CD 978 0 194731324 Audio CDs (2) 
American Happy House 2 American Happy World 2 
978 0 194731461 Student Book with MultiROM 978 0 194731591 Student Book with MultiROM 
9780194731492 Activity Book 978 0 194731621 Activity Book 
9780194731508 Teacher's Book 978019 4731638 Teacher's Book 
9780194731546 Audio CD 9780 194731676 Audio CDs (2) 
9780194731218 Teacher's Resource Pack (Levels 1 and 2) American Happy Earth 1 
American Happy Street 1 978 0 194732475 Student Book with MultiROM 
978 0 19 4731331 Student Book with MultiROM 978 0 194732437 Activity Book 
978 0 19 4731362 Activity Book 978 0 194732444 Teacher's Book 
978 0 19 4731379 Teacher's Book 978 0 194732451 Audio CDs (2) 
9780194731416 Audio CDs (2) American Happy Earth 2 
American Happy Street 2 978 0 194732536 Student Book with MultiROM 
978 0 194731683 Student Book with MultiROM 978 0 194732499 Activity Book 
9780194731713 Activity Book 978 0 194732505 Teacher's Book 
9780194731720 Teacher’s Book 9780 194732512 Audio CDs (2) 
9780194731768 Audio CD s (2) 
978 0194731423 Teacher’s Resource Pack (Levels 1 and 2) 
ALSO AVAILABLE 
American Get Ready! 
American Start with English 
Open Sesame 


All our CD-ROMs are Interactive Whiteboard friendly. 


For further information see the 
online catalogue www.oup.com/elt 


PRIMARY COURSES AMERICAN ENGLISH 


Up and Away in 
English 

BEGINNER TO INTERMEDIATE 

Terence G Crowther 

Asix-level series combining a traditional 
approach and a comprehensive 
grammar-based syllabus. A cast of 


colourful characters appears 
throughout. 


Up and Away Homework 
Books 

BEGINNER TO INTERMEDIATE 

Terence G Crowther, Kerry Watkins, 

and Kevin Quinn 


Additional opportunities for 
independent language study and 
practice. 


The books encourage students to utilize 
critical thinking skills to further enhance 
their confidence with English. 


E Each Pack includes one Homework 
Book and one Audio CD per level. 


E Review pages at regular intervals to 
check progress. 

E Listening, reading, and writing 
activities that become more 
challenging as the series progresses. 


E Carefully graded grammar and 
vocabulary practice. 


E Parent/teacher signature boxes on 
every page. 


E Teacher’s notes and answer keys 
available online. 


Up and Away in English 

LEVEL 1 

978 0 19 4349505 Student Book 

978019 4349529 Teacher's Book 

978 0 194349512 Workbook 

978 0 19 4405485 Class Audio CD 

978 0 194352147 Picture Cards (Levels 1 and 2) 
LEVEL 2 
978 0 19 4349574 Student Book 
978019 4349598 Teacher’s Book 
978 0 19 4349581 Workbook 
978 0 19 4405492 Class Audio CD 
LEVEL3 
978 0 19 4349642 Student Book 
978019 4349666 Teacher's Book 
978 0 194349659 Workbook 
978 0 19 4405508 Class Audio CD 
LEVEL 4 
978 0 19 4349710 Student Book 
978019 4349734 Teacher’s Book 
978019 4349727 Workbook 
9780194405515 Class Audio CD 
LEVEL5 
978 0 194349789 Student Book 
978019 4349802 Teacher's Book 
978 0 194349796 Workbook 
978 0 194405522 Class Audio CD 
LEVEL 6 
978 0 194349857 Student Book 

978 0 19 4349871 Teacher’s Book 

978 0 194349864 Workbook 

9978 0 19 440553 9 Class Audio CD 

Up and Away in English Homework Book Packs 
978 0 194405782 Pack1 

978 0 194405799 Pack2 

978 0 194405805 Pack3 

978 0 194405812 Pack4 

978 0 194405829 Pack5 

978 0 194405836 Pack 6 


Audio cassettes for this title are still available. Please contact 
your local OUP office, or see the online catalogue. 


» SEEALSO 
Up and Away Readers 


Up and Away in Phonics 


BEGINNER TO INTERMEDIATE 
Terence G Crowther 


A six-level series which gives children a thorough grounding in English language phonics. 


Up and Away in Phonics 

LEVEL 1 

978 0 194349543 Phonics Book 

978 0 194352086 Phonics Cassette 

978 0 19 4405362 Book and Audio CD Pack 
LEVEL 2 
978 0 19 4349611 Phonics Book 

978 0 19 4352093 Phonics Cassette 

978 0 194405379 Book and Audio CD Pack 
LEVEL 3 
978 0 194349680 Phonics Book 
9780194352109 Phonics Cassette 

978 0 194405386 Book and Audio CD Pack 


LEVEL 4 

978 0 194349758 Phonics Book 

978 0 194352116 Phonics Cassette 

978 0 19 4405393 Book and Audio CD Pack 
LEVEL5 
978 019 4349826 Phonics Book 

978 0 194352123 Phonics Cassette 

978 0 19 4405409 Book and Audio CD Pack 
LEVEL 6 
978 0 19 4349895 Phonics Book 
9780194352130 Phonics Cassette 

978 0 19 4405416 Book and Audio CD Pack 


Mr. Bug’s Phonics 


BEGINNER 


Catherine Yang Eisele, Richmond Hsieh, 
and Dina Sun 


A fun and effective way to teach young 
children the alphabet and basic 
phonics. 


Mr. Bug’s Phonics 

LEVEL 1 

9780194352529 Student Book 

978 0 194352505 Teacher's Book 
9780194352512 Cassette 

978 0 19 4353960 Cassettes (English-Chinese) (2) 
978 0 19 4353984 Cassettes (English-Korean) (2) 
978 0 19 4352741 Phonics Cards (52) 

LEVEL 2 
978 0194352598 Student Book 

978 0 19 4353564 Teacher's Book 
9780194352581 Cassettes (2) 

978 0 194354608 Cassettes (English-Chinese) (2) 
978 0 194355186 Cassettes (English-Korean) (2) 
978 0 19 4353571 Phonics Cards (57) 


Picture 
Dictionary 


Let’s Go Picture 


Dictionary 
BEGINNER TO INTERMEDIATE 


Ritsuko Nakata, Karen Frazier, and 
Barbara Hoskins 


E 975 high-frequency words. 


E Beautiful scenes, with ‘callout 
illustrations’ to help children locate 
each item within the larger picture. 


E Can be used by itself or as a reference 
for the vocabulary taught in the Let’s 
Go series. 


Let's Go Picture Dictionary 

978 0 194358651 Monolingual English Edition 
978 0 19 4359306 English-Chinese Edition 
978 0 19 4359290. English-Japanese Edition 
978 0 19 4359320 English-Spanish Edition 
978 0 194359788 Monolingual Cassettes (2) 
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ALSO AVAILABLE 
American Chatterbox 
American English Today! 


For further information see the 
online catalogue www.oup.com]elt 


The Oxford Picture 
Dictionary for the 
Content Areas 
Second Edition 


BEGINNER TO INTERMEDIATE | new | 


Dorothy Kauffman and Gary Apple 


The second edition of the well-loved 
dictionary with an increased emphasis on 
academic language, alignment to 
curriculum standards, and a research- 
based pedagogy. 


E Over 1,500 social studies, science, and 
math content terms. 


E NEW Unit Expansion pages focus on 
academic reading, writing, and critical 
thinking skills. 


m NEW! Exercise banners on the page 
enable students to put the words right to 
use in academic speaking and writing. 


E Nineteen new topics. 


The Oxford Picture Dictionary for the Content Areas, 
Second Edition 


9780194525008 Monolingual Dictionary 
9780194525510 Teacher's Desk Copy 

978 0 19 4525022 English-Spanish Edition 
9780194525459 Teacher's Book and Audio CD Pack 
978 0 194525541 Lesson Plan Templates CD-ROM 
9780194525046 Workbook 

978 0 194525053 Vocabulary Teaching Tips 
9780194525060 Vocabulary Notebook 

978 0 194525077 Reproducibles Collection Pack 


9780194525084 Reproducible Social Studies: People 
and Places 


978 0 194525091 Reproducible Social Studies: History 
and Civic Ideals and Practices 


9780194525107 Reproducible Life Science 


978 0 194525114 Reproducible Physical Science, Earth 
and Space Science 


9780194525442 Reproducible Math and Technology 
9780194525565 Class Audio CDs (6) 
9780194525558 E-Book CD-ROM SUV 
9780194525244 E-Book CD-ROM Network 
9780194525251 Teacher's Pack with E-Book 
9780194525237 Teacher's Pack without E-Book 
9780194525268 Classroom Set Pack 

978 0 19 4525343 Vocabulary Notebook Pack 


[E S€£m50 Content Area Readers PAGES 


The Oxford Picture 


Dictionary for Kids 
BEGINNER 


Joan Ross Keyes 


Over 700 words in the context of pictures 
which tell stories, and 60 topics which can 
be presented in any order. 


The Oxford Picture Dictionary for Kids 


978 0 19 4349970 Monolingual English Dictionary 
(paperback) 


978 0 19 4349963 Monolingual English Dictionary 
(hardcover) 


978019 4366649 English-Japanese Dictionary 
978 0 19 4366625 English-Spanish Dictionary 
978 0 19 4349987 Teacher's Book 

978 0 194352185 Workbook 

978 0 19 4325073 Worksheets 
9780194325080 Stories 

9780194325097 Beats! 

978 0 19 4325103 Word & Picture Cards 


978 0 194352000 Reproducibles Collection (Worksheets, 
Stories, Beats!, Word & Picture Cards) 


9780194351997 Cassettes (4) 
978 0 19 438401 8 Audio CDs (5) 
978 0 19 4352017 Wall Charts (60) 
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Visit www.oup.comjelt for inspiring teaching ideas, resources, and support. 


AMERICAN ENGLISH POST-PRIMARY/SECONDARY COURSES 


‘engage 


Engage 
BEGINNER TO INTERMEDIATE 


Gregory J Manin and Alicia Artusi 


Engage meets the needs of mixed-ability classes, with 
special magazine sections designed to keep fast 
finishers busy. 


E A wide range of topics contextualize new language. 


E Engaging photographs and illustrations provide 
strong visual impact to each lesson. 


E Language is presented in small manageable chunks, 
one point per lesson. 

E Realistic tasks build students’ confidence and allow 
for personalization. 


E Special attention is given to gradual, controlled 
development of the four skills. 


E Magazine section provides puzzles for fast finishers, 
extra reading, and project work. 


E Range of support and extension materials for the 
mixed-ability classroom. 


Æ Compatible with the Bookworms graded readers 
syllabus; Bookworms extracts included in the 
Workbook. 


EŒ Students who have already completed an 
elementary course can start from Level 1. 


Y Students’ website 


Engage 

STARTER 

978 0 19 4536431 Student Book 

978 0 19 4536448 Teacher's Book 

978019 4536455 Workbook 

978 0 19 4536462 Audio CDs (2) 

978 0 19 4537032 Mixed-Ability Worksheets 
9780194537025 Tests 

9780194537247 Test Multi-ROM 

LEVEL1 
978 0 19 4536493 Student Book 
9780194536509 Teacher's Book 

978 0 194536516 Workbook 

978 0 194536349 Audio CDs (2) 

978 0 19 4537070 Mixed-Ability Worksheets 
9780194537087 Tests 

9780194537292 Test Multi-ROM 

LEVEL2 
978 0 19 4536370 Student Book 

978 0 19 4536561 Teacher's Book 

978 0 194536578 Workbook 

978 0 194536585 Audio CDs (2) 

978 0 194537094 Mixed-Ability Worksheets 
978 0 194537179 Tests 

978 0 19 4537377 Test Multi-ROM 

LEVEL3 
978 0 194536615 Student Book 

978 0 194536622 Teacher’s Book 

978 0 194536639 Workbook 

978 0 194536646 Audio CDs (2) 

978 0 194537018 Mixed-Ability Worksheets 
978019 4537049 Tests 

978019 4537414 Test Multi-ROM 


)) SEEMS0 The Oxford Bookwormstirry PAGESI 


LOOK [A Look M} 


Look Up 


BEGINNER TO INTERMEDIATE 

Susan lannuzzi and James Styring 

Confidence UP, Motivation UP, Results UP... 

Look Up provides simple steps to success in English. 


E Easy-to-teach material, clear layout, and a ‘Present 
less, practice more’ methodology makes this course 
ideal for teachers with limited contact hours. 


E Reading texts focus on topics teenagers can relate 
to. Examples include popular TV shows, superheroes, 
the Internet, computer games, and the lives of 
teenagers around the world. 


E Custom-written radio-quality songs and an engaging 
storyline motivate students and provide targeted 
language practice. 


E Cross-curricular lessons focus on interesting and 
unusual subjects, from cave paintings to re-using 
waste products. 


E Study skills activities in the Review sections practise 
useful learning techniques, such as making your own 
dictionary and methods for recording vocabulary. 


E Workbook-style grammar and vocabulary section at 
the back of the Student Book provides reference 
material and extra activities. 


E Teacher’s Book and Test Builder MultiROM provide 
detailed lesson plans, extra worksheets, and test 
material. 


V Student MultiROM 


"4 Teachers’ Test MultiRO 


Look Up 1 Look Up 4 

9780194123549 Student Pack 9780 194123693 Student Pack 
9780194123525 Teacher's Book 9780194123679 Teacher's Book 
9780194123532 Class CD 9780194123686 Class CD 
9780194123501 Test Builder MultiROM — Look Up5 

Look Up 2 9780194123747 Student Pack 
9780194123594 Student Pack 978 0 194123723 Teacher’s Book 
9780194123570 Teacher's Book 9780194123730 Class CD 
9780194123587 Class CD Look Up 6 

Look Up3 9780194123792 Student Pack 
9780194123648 Student Pack 9780194123778 Teacher's Book 
978 0 194123624 Teacher's Book 9780194123785 Class CD 
9780194123631 Class CD 


Heads Up 


BEGINNER TO INTERMEDIATE 
Susan lannuzzi and James Styring 


The flexible English course that features motivating 
material from pop culture to interesting world facts. 


Easy-to-teach material, clear layout, and a “Present 
less, practice more” methodology makes this course 
ideal for teachers with limited contact hours. 


E Reading texts focus on topics teenagers can relate 
to. Examples include popular TV shows, superheroes, 
the Internet, computer games, and the lives of 
teenagers around the world. 


E Study skills activities in the Review sections practise 
useful learning techniques, such as making your own 
dictionary and methods for recording vocabulary. 


E Cross-curricular lessons focus on interesting and 
unusual subjects, from cave paintings to re-using 
waste products. 


E Song pages help motivate students with an engaging 
story and a variety of musical genres. 


E Workbook-style grammar and vocabulary section at 
the back of the Student Book provides reference 
material and extra activities. 


E Components offer maximum teacher support. A 
special Teacher’s Edition of the Student Book 
provides answers for quick reference. A Teacher’s 
Resource Book and Test Builder CD-ROM provide 
detailed lesson plans, extra worksheets, and test 
material. 


V Student MultiROM 


Teachers’ Test Builder 
CD-ROM 


Heads Up 1 

9780194123259 Student Book and MultiROM Pack 
978 0 19 4123020 Workboo 
978 0 19 4123037 Teacher's Book 

978 0 19 4123044 Teacher's Resource Book 
978 0194123051 Class Audio CD 
9780194123068 Test Builder CD-ROM 
Heads Up 2 
978 0 194123273 Student Book and MultiROM Pack 
978 0 194123082 Workboo 
9780194123099 Teacher's Book 
9780194123105 Teacher's Resource Book 
9780194123112 Class Audio CD 
9780194123129 Test Builder CD-ROM 
Heads Up3 
978 0 194123297 Student Book and MultiROM Pack 
9780194123143 Workbook 

9780194123150 Teacher's Book 
9780194123167 Teacher's Resource Book 

978 0 194123174 Class Audio CD 
9780194123181 Test Builder CD-ROM 

Heads Up 4 
978 0 194123310 Student Book and MultiROM Pack 
978 0 194123204 Workbook 

9780194123211 Teacher's Book 
9780194123228 Teacher's Resource Book 
9780194123235 Class Audio CD 
9780194123242 Test Builder CD-ROM 


Titles in red are new or forthcoming. Please check publication dates with your local OUP office. 


SECONDARY COURSES AMERICAN ENGLISH 


American 


Adventures 


BEGINNER TO INTERMEDIATE 
Ben Wetz 


The four-level course with international 


topics and cultural themes, providing 
extra motivation for students. 


E The World of English sections 
combine grammar and vocabulary 
consolidation with everyday 
language and interesting facts in 
features students love. 


E An inductive approach to grammar 
encourages students to work out 
language rules and fill in examples. 


E A strong focus on improving 
language and study skills builds 
students’ confidence. 


E Activities for mixed-ability classes. 


E Extra photocopiable worksheets. 
E Now available as a split edition with 
integrated Workbook pages. 


A Teachers’ website 


"4 Students’ website 


American Adventures 

STARTER 

9780194527002 Student Book 
9780194527255 Student and Workbook A 

9780 194527262 Student and Workbook B 

9780 194527415 Student Book and CD-ROM Pack 


978 0 194527422 Student Book and Workbook CD-ROM 
Pack A 


978 0 194527439 Student Book and Workbook CD-ROM 
Pack B 


9780194527019 Workbook 
9780194527026 Teacher’s Book 
9780194527057 Class Audio CD 
978 0 194527033 Tests 
9780194527040 Worksheets 
ELEMENTARY 
9780194527064 Student Book 
9780194527279 Student and Workbook A 

9780 194527286 Student and Workbook B 

978 0 194527446 Student Book and CD-ROM Pack 


978 0 194527453 Student Book and Workbook CD-ROM 
Pack A 


978 0 194527460 Student Book and Workbook CD-ROM 
PackB 


978019452707 1 Workbook 
9780194527088 Teacher’s Book 
9780194527118 Class Audio CD 
9780194527095 Tests 
9780194527101 Worksheets 
PRE-INTERMEDIATE 
9780194527125 Student Book 
9780194527293 Student and Workbook A 

978 0 194527309 Student and Workbook B 

978 0 194527477 Student Book and CD-ROM Pack 


978 0 194527484 Student Book and Workbook CD-ROM 
Pack A 


978 0 194527491 Student Book and Workbook CD-ROM 
Pack B 


9780194527132 Workbook 
9780194527149 Teacher’s Book 
9780194527170 Class Audio CD 
9780194527156 Tests 
9780194527163 Worksheets 
INTERMEDIATE 
9780194527187 Student Book 

978 0 194527316 Student and Workbook A 

978 0 194527323 Student and Workbook B 

978 0 194527507 Student Book and CD-ROM Pack 


978 0 194527514 Student Book and Workbook CD-ROM 
Pack A 


978 0 194527521 Student Book and Workbook CD-ROM 
Pack B 


9780194527194 Workbook 
9780194527200 Teacher’s Book 
978 0 194527231 Class Audio CD 
9780 194527217 Tests 
9780194527224 Worksheets 


CET 
TOCETHER 


Get Together 


Second Edition 
BEGINNER TO INTERMEDIATE 


David McKeegan and Susan lannuzzi 


The tried-and-trusted four-level 
course for young people, now in a new 
edition. 


Get Together offers a balance of 
language and skills, with ample practice 
to build confidence. 


E The step-by-step approach gives 
students a thorough grasp of 
grammar. 


E Rewind and Plus exercises ensure 
students are confident about what 
they’ve learned before moving on. 


E Cross-curricular Transfer pages give 
students the chance to read about 
real-world subjects and motivate 
them to create their own projects. 


EŒ Eye-catching Read More section with 
texts which your students will want 
to read, giving them extra practice 
which will improve their reading 
skills. 


E The Teacher’s Book contains games 
and extra activities for mixed abilities, 
and photocopiable tests. 


Get Together, Second Edition 
LEVEL 1 
9780194516006 Student Book 
9780194516082 Teacher's Book 
9780194516044 Workbook 
9780194516129 Audio CD 
LEVEL 2 
9780194516013 Student Book 
9780194516099 Teacher’s Book 
978019451605 1 Workbook 
9780194516136 Audio CD 
LEVEL 3 
9780194516020 Student Book 
9780194516105 Teacher's Book 
978019451606 8 Workbook 
9780194516143 Audio CD 
LEVEL 4 
9780194516037 Student Book 
9780194516112 Teacher’s Book 
9780194516075 Workbook 
9780194516150 Audio CD 


ALSO AVAILABLE 


Open House 


Beginner to Intermediate 
Norman Whitney 


American Hotline 


For further information see the 
online catalogue www.oup.com]elt 


English Know It 
All 


HIGH BEGINNER TO INTERMEDIATE 
Sean Snyder and Shawn McClelland 


U.S.-style ‘schoolbook’ that bridges 
the gap between elementary and 
adult, AND requires little preparation. 


It improves English language and 
cultural awareness, while teaching 
teenagers about school curriculum 
subjects like science and geography. It 
is written for students who have already 
completed an elementary course. 


E Focuses on reading and vocabulary 
development. 


EŒ Speaking and listening are integrated 
within the overall approach. 


E Students learn about the world with 
help from three recurring teenage 
characters. 


EŒ More practice for standardized tests 
than any other course, with 
parent-involved test evaluation. 


English Know It All 

9780194750004 Student Book with CD Pack 1 
9780194750035 Teacher's Book 1 

978 0 194750042 Student Book with CD Pack 2 
9780 194750073 Teacher’s Book 2 

978 0 194750080 Student Book with CD Pack 3 
9780194750110 Teacher's Book 3 


Star Team 


BEGINNER TO INTERMEDIATE 
Norman Whitney 


Norman Whitney’s tried-and-tested 
approach introduces language through 
a teen-focused photo story and 
provides solutions to the challenges of 
the mixed-ability classroom. 


Star Team consistently develops all four 
language skills. It combines a functional 
language syllabus with a 
communicative approach. Students 
also learn to use their language for 
cross-curricular topics. 


Star Team Starter 

978 0 19 4480505 Student Book 
978 0 19 4480512 Workbook 
978 0 19 4480536 Teacher's Book 
978 0 19 4480826 Tests 
978 0 19 4480543 Class Audio CDs (2) 

978 0 19 4480789 Mixed-ability Worksheets 
Star Team 1 
978 0 19 4480574 Student Book 
978 0 19 448058 1 Workbook 
978 0 19 4480604 Teacher's Book 
978 0 19 4480833 Tests 
978 0 19 4480611 Class Audio CDs (2) 
9780 19 4480796 Mixed-ability Worksheets 
Star Team 2 
978 0 19 4480642 Student Book 
978 0 19 4480659 Workbook 
978 0 19 4480673 Teacher's Book 
978 0 19 4480840 Tests 
978 0 19 4480680 Class Audio CDs (2) 

978 0 19 4480802 Mixed-ability Worksheets 
Star Team 3 
9780194480710 Student Book 
9780194480727 Workbook 
978 0 19 4480741 Teacher’s Book 
978 0 19 4480857 Tests 
978 0 19 4480758 Class Audio CDs (2) 

978 0 19 4480819 Mixed-ability Worksheets 


Achieves% 


Achieve 


INTERMEDIATE TO ADVANCED 


Sylvia Wheeldon, Colin Campbell, and 
Airton Pozo de Mattos 


The course for older teenagers that 
equips students thoroughly for school- 
leaving exams through grammar and 
vocabulary consolidation and fully- 
supported independent study. 


Achieve develops students’ language 
comprehension abilities with a series of 
stimulating reading texts and 
integrated vocabulary and grammar 
work. Optional skills lessons provide 
added versatility for teachers, and 
learning strategies throughout the 
course train students to improve their 
own techniques. 


E The core units focus on reading, 
grammar and vocabulary, allowing 
students to consolidate their English 
ahead of school-leaving exams. 


E An optional skills section provides 
guided practice in writing, listening 
and speaking, with confidence- 
building models and step-by-step 
tasks. 


E Get it right boxes train students to 
correct their own English. 


E Fully-integrated reading, writing, and 
listening strategies train students in 
essential skills. 


E At the back of the Student Book, 
Workbook pages and mixed-ability 
Grammar Extra pages, along witha 
complete Grammar Reference 
section, provide students with all the 
extra support and practice they need. 


Achieve 1 

978 0 194556026 Combined Student Book and Skills 
Book 

978 0 194556057 Teacher's Book 

978 0 194556064 Class Audio CDs (2) 

Achieve 2 


978019455607 1 Combined Student Book and Skills 
Book 


9780194556101 Teacher's Book 
9780194556118 Class Audio CD 


9780194556002 Test Master CD-ROM 


Visit www.oup.com|]elt for inspiring teaching ideas, resources, and support. 


AMERICAN ENGLISH YOUNG ADULT/ADULT COURSES 


first 


CHOICE 


Student Book 


Smart Choice 


BEGINNER TO INTERMEDIATE 


Ken Wilson 


The four-skills course with personalized activities on every page and the unique 
Click & Change CD-ROM for customizing your worksheets. 


Smart Choice is the easy and effective way to teach English. Teach right off the page, 


smart 


Student Book 2 


smart 


CHOICE 


Smart Choice 
FIRST CHOICE 


9780 
9780 
9780 
9780 
9780 
9780 
9780 
9780 


add your own activities with ease, and expand your lessons with the extra material, 


including customizable worksheets. 


Flexible. Each page is a self-contained lesson that ends with personalized speaking. 
With one skill per page and plenty of spots to add your own supplements, 
preparation is simple. Start anywhere in the unit and pick and choose activities as 


you go. 


Effective. A balance of speaking, listening, reading, writing, grammar, vocabulary, 
and pronunciation in every unit ensures your students have the language they need 


to communicate accurately and fluently. 


E Expandable. Add extra practice with the Workbook, Teacher’s Book, Teacher’s 
Resource Book, and free Multi-ROM with video in the back of the Student Book. 


E Adaptable. Use the Click & Change CD-ROM to bring Smart Choice into your students’ 
world. Create professional-quality worksheets using your own photos and images. 


E Fun. Personalization on every page lets students bring their own ideas to class. 
Information gaps, class surveys, and personality quizzes get students talking, 
laughing, and learning about each other - in English. 


yor 
i i 


Samer ° Bee Student Book 


P Unk 2 Vides: Jobe 


Walsh the sites. Sth s the sight surti pee teer 


Screen from the Smart Choice 
Click & Change CD-ROM 
(worksheet customization tool), 
free in every Teacher's Resource 
Book 


9780 


9780 
9780 
9780 
9780 
9780 
9780 
9780 
9780 


9780 


9780 
9780 
9780 
9780 
9780 
9780 
9780 


Screen from the Smart Choice 9780 


Multi-ROM, free in every AT 


drew | er 
9780 
9780 
9780 
9780 
9780 
9780 
9780 
9780 


9780 


9780 


All our CD-ROMs are Interactive Whiteboard friendly. 


SMART CHOICE 2 


9 4305617 
9 4305761 
9 430591 4 
9 4305969 
9 4302647 
9 430265 4 
9 430601 0 
9 4306164 


9 430626 3 


SMART CHOICE 1 


9 430562 4 
9 4305778 
9 430592 
9 430597 6 
9 430252 4 
9 430253 
9 4306027 
9 430617 


9 4306270 


9 430563 
9 430578 5 
9 430593 8 
9 430598 3 
9 430256 2 
9 4302579 
9 430603 4 
9 4306188 


9 4306287 


SMART CHOICE 3 


9 430564 8 
9 430579 2 
9 430594 5 
9 430599 0 
9 4302609 
9 4302616 
9 430604 1 
9 4306195 


9 430629 4 


9 430639 3 


re V Student MultiROM 
SEE Click & Change 


Student Book 3 


Student Book with Multi-ROM Pack 
Student Book A with Multi-ROM Pack 
Student Book B with Multi-ROM Pack 
Workbook 

Workbook A 

Workbook B 

Teacher’s Book 


Teacher’s Resource Book with 
Click & Change CD-ROM 


Class Audio CDs (2) 


Student Book with Multi-ROM Pack 
Student Book A with Multi-ROM Pack 
Student Book B with Multi-ROM Pack 
Workbook 

Workbook A 

Workbook B 

Teacher's Book 


Teacher's Resource Book with 
Click & Change CD-ROM 


Class Audio CDs (2) 


Student Book with Multi-ROM Pack 
Student Book A with Multi-ROM Pack 
Student Book B with Multi-ROM Pack 
Workbook 

Workbook A 

Workbook B 

Teacher's Book 


Teacher's Resource Book with 
Click & Change CD-ROM 


Class Audio CDs (2) 


Student Book with Multi-ROM Pack 
Student Book A with Multi-ROM Pack 
Student Book B with Multi-ROM Pack 
Workbook 

Workbook A 

Workbook B 

Teacher's Book 


Teacher's Resource Book with 
Click & Change CD-ROM 


Class Audio CDs (2) 


Smart Choice Test Generator 
CD-ROM (all levels) 


Audio cassettes for this title are still available. Please contact 
your local OUP office, or see the online catalogue. 


CD-ROM 


A Teachers’ website 


JY Students’ website 


KnowHow 


+ Rola oe 
B 


& 


English 
KnowHow 


BEGINNER TO INTERMEDIATE 
Angela Blackwell and Therese Naber 


English KnowHow responds to the 
practical language needs of learners. 


This four-level programme provides 
balanced coverage of the four skills. 
Thought-provoking language 
presentation leads to a wealth of 
practice activities and practical tasks 
with real-world relevance. 


English KnowHow 
OPENER 

978 0 19 4536677 
978 0 19 453626 4 
978 0 194536271 Student Book B 

978 0 194538503 Student Book and Student Audio CD Pack 
978 0 194536684 Teacher's Handbook 

978 0 194536691 Workbook 

978 0 194536288 Workbook A 

978 0 194536295 Workbook B 

978 0 194536912 Class Audio CDs (2) 

978 0 19 4536721 Student Audio CD 

LEVEL 1 
978 0 19 453673 8 
978 0 19 4536301 
978 0 19 4536318 Student Book B 

978 0 19 4538510 Student Book and Student Audio CD Pack 
978 0 194536745 Teacher's Handbook 

978 0 19 4536752 Workbook 

978 0 19 4536325 Workbook A 

978 0 194536332 Workbook B 

978 0 19 4536936 Class Audio CDs (2) 

978 0 19 4536783 Student Audio CD 

LEVEL2 
978 0 19 4536790 
978 0 19 453636 3 
978 0 19 4536387 Student Book B 

978 0 19 4538527 Student Book and Student Audio CD Pack 
978 0 19 4536240 Teacher's Handbook 

978 0 194536813 Workbook 

978 0 19 4536394 Workbook A 

978 0 19 4536400 Workbook B 

978 0 19 4536929 Class Audio CDs (2) 

978 0 194536844 Student Audio CD 

LEVEL 3 
978 0 19 453685 1 
978 0 19 4536417 
9780194536424 Student Book B 

978 0 19 4538534 Student Book and Student Audio CD Pack 
978 0 19 4536868 Teacher's Handbook 

978 0 194536875 Workbook 

978 0 194536523 Workbook A 

978 0 194536530 Workbook B 

978 0 19 4536943 Class Audio CDs (2) 

978 0 19 4536905 Student Audio CD 
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ALSO AVAILABLE 
Step Forward 


Beginner to High Intermediate 


Series Director: 
layme Adelson-Goldstein 


For further information see the 
online catalogue www.oup.com/elt 


YOUNG ADULT/ADULT COURSES 


AMERICAN ENGLISH 


Headway 


_ Headwe 


American Headway 


BEGINNER TO ADVANCED 


Headway 


Headway 


nercan 


Headway 


American S 


Headway - 


Liz and John Soars 


The world’s most trusted English course, now with a new generation of digital 
support. 


E New Teacher Resource Center brings together all classroom presentation, practice, 


and assessment materials in one customizable online library. 


E New Student Practice MultiROM provides hours of interactive grammar, 
vocabulary, writing, and listening practice. 


E New Advanced title completes six-level curriculum. 


EŒ New Spotlight on Testing lessons in Workbooks 1-5 prepare students for success 
on the TOEFL® iBT and other standardized exams. 


E New Access to automatically-graded, online practice test for the TOEFL® iBT or 
your choice of other exam available at oxfordenglishtesting.com 


Digital Teacher Resource Center 

Student Practice MultiROM 

Test Generator CD-ROM 

Access to automatically-graded online practice test 


for the TOEFL® iBT or your choice of other exam at 
oxfordenglishtesting.com 


Teacher Website 
Student Website 


American Headway, New Edition 
STARTER 


9780 
9780 
9780 
9780 
9780 
9780 
9780 
9780 
9780 
9780 
LEVEL 
9780 
9780 
9780 
9780 


1 


9472926 0 
9472863 8 
94728645 
9472932 1 
94729345 
94729352 
9.472933 8 
94729369 
9 4729376 
9.472939 0 


9.472945 1 
9.472865 2 
94728669 
94729512 


978 0 19472953 6 


9780 


94729543 


978 0 19472952 9 


9780 
9780 
9780 


LEVEL 2 


9780 
9780 
9780 
9780 
9780 
9780 
9780 
9780 
9780 
9780 


94729550 
94729567 
9472958 1 


94729642 
94727754 
94727761 
9.472785 3 
94729727 
9.472973 4 
94729710 
94729741 
9.472975 8 
9.472977 2 


LEVEL3 
Student Book with CD-ROM 978 0 19 4729833 Student Book with CD-ROM 
Student Pack A 978019 4727860 Workbook 
Student Pack B 978 0 194729901 Workbook Audio CD 
Workbook 978 0 194729932 Class Audio CDs (3) 
Workbook A 978 0 194729949 Teacher’s Book 
Workbook B 9780194729963 Test Generator CD-ROM 
Workbook Audio CD LEVEL4 
Class Audio CDs (3) 9780194729024 Student Book with CD-ROM 
Teacher’s Book 9780 194727877 Workbook 
Test Generator CD-ROM 978 0 194729093 Workbook Audio CD 
9780194729123 Class Audio CDs (3) 
Student Book with CD-ROM 978 0 194729130 Teacher’s Book 
Student Pack A 9780194729154 Test Generator CD-ROM 
Student Pack B LEVELS 
Workbook 9780194729215 Student Book with CD-ROM 
Workbook A 978 0 194727884 Workbook 
Workbook B 978 0 194728782 Workbook Audio CD 
Workbook Audio CD 9780194728812 Class Audio CDs (3) 
Class Audio CDs (3) 978 0194728829 Teacher’s Book 
Teacher's Book 978 0 19 4728843 Test Generator CD-ROM 


Test Generator CD-ROM 


Student Book with CD-ROM 
Student Pack A 

Student Pack B 

Workbook 

Workbook A 

Workbook B 

Workbook Audio CD 

Class Audio CDs (3) 
Teacher's Book 

Test Generator CD-ROM 


American English File 


American 
English File 


BEGINNER TO HIGH-INTERMEDIATE 
Clive Oxenden, Christina Latham-Koenig, and Paul Seligson 


Expanded to five levels, American English File gets more 
students talking - now available from Beginner through to 
Upper-Intermediate. 


Œ 100% new Beginner level with a shorter syllabus, ideal for 
beginner-level students. 


E Authentic texts use humour to encourage speaking in class. 


E Strong grammar, vocabulary, and pronunciation syllabus 
with practice in all four skills. 


E Illustrated Vocabulary Bank, Grammar Bank, and Sound 
Bank plus regular review pages. 


Æ Multimedia components, including Multi-ROM, Video, and 
Website, carefully integrated with the Student Book and 
Workbook, help students practise English outside the 
classroom. 


E Teacher’s Book packed with extra ideas and over 60 
photocopiable activities per level. 


E Test Generator CD-ROM with over 1,000 questions per level 
enables teachers to customize tests quickly and easily. 


The Student Book and Workbook have clear links to the self- 
study components to make independent study easier. 


E The Multi-ROM, available with the Workbook and the 
Multipacks, combines an interactive CD-ROM and an 
Audio CD, with video extracts and activities, interactive 
grammar quizzes, vocabulary banks, pronunciation 
charts, and listen and practice audio material. 


E The Study Link Video, fully integrated with the Student 
Book, offers clear language presentation, listen-and- 
repeat practice, realistic models for classroom role-play, 
and authentic interviews at the upper levels. It requires no 
extra print materials. 


Workbook Study Link MultiROM 
Student Book DVD 
Interactive Banks and Quizzes for 


interactive whiteboards and data 
projectors 


Teacher website 
Student website 


STARTER LEVEL 2 
9780194774000 Student Book 978 0 194774321 Student Book 
978 0 194774024 Workbook with MultiROM 978 0 194774338 Teacher's Book 
9780194774017 Teacher's Book 978 0 194774345 Workbook with Multi-ROM Pack 
9780194774055 MultiPack A 978 0 194774376 Student Book/Workbook Multipack A 
9780194774093 MultiPack B 978 0 194774413 Student Book/Workbook Multipack B 
978 0 194774130 Class Audio CDs (3) 978 0 194774451 Class Audio CDs (3) 
9780194774154 DVD 9780194774475 DVD 
9780194774802 Test Generator CD-ROM 9780194774826 Test Generator CD-ROM 
978 0 194774901 Teacher Presentation Tool 9780194774864 Teacher Presentation Tool 
LEVEL 1 LEVEL3 
9780194774161 Student Boo! 978 0 194774482 Student Boo 
9780194774178 Teacher's Bo 978 0 194774499 Teacher’s Book 
9780 194774185 Workbook with Multi-ROM Pack 978 0 194774505 Workbook with Multi-ROM Pack 
9780 194774215 Student Book/Workbook Multipack A 9780 194774536 Student Book/Workbook Multipack A 
978 0 194774253 Student Book/Workbook Multipack B 9780 194774574 Student Book/Workbook Multipack B 
9780 194774291 Class Audio CDs (3) 978 0 194774611 Class Audio CDs (3) 
9780194774314 DVD 9780194774635 DVD 
9780194774819 Test Generator CD-ROM 978 0 19 4774833 Test Generator CD-ROM 
9780194774857 Teacher Presentation Tool 978 0 194774871 Teacher Presentation Tool 
LEVEL 4 
978 0 194774642 Student Bool 
ALSO AVAILABLE 9780194774659 Teacher's Book 
Integrated English 9780 194774666 Workbook W Man a : 
9780194774697 Student Book/Workbook Multipack A 
New American Streamline 978 0 194774734 Student Book/Workbook Multipack B 
Hela information see the 9780194774772 Class Audio CDs (3) 
online catal ogue www.oup.com/elt 9780194774796 DVD 
9780194774840 Test Generator CD-ROM 
978 019 477488 8 Teacher Presentation Tool 
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